| BILL NO. $-69-06- +3 


SPECIAL ORDINANCE NO. S-_2 72 ers 4 


AN ORDINANCE approving a contract with ALLIS- 
CHALMERS MANUFACTURING COMPANY for 7 Transformers 
for the Light Construction Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


SECTION 1. A certain contract approved June 17,1969, 


between the City of Fort Wayne, by and through its Mayor and the 


| Board of Public Works, and ALLIS-CHALMERS MANUFACTURING COMPANY, 


li for: 


Seven 1000 KVA Transformers, Class OA, 
for the Light Construction Department, 


for a total cost of $63,000.00, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 7000, which is by 
reference incorporated herein and made a part hereof, is hereby 
in all things ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


| effect from and after its passage and approval by the Mayor. 


Read the first time in full and on motion by seconded by 


a 


logi B and duly adopted, read the second time by title and referred 
to the (Committee on) ere Fe oe ae ( and=-to=the~-Gi-ty-Pran 


Commie stonfor=reeommendation)—¢and=Prblie~Hearing=to~be~held--after..due...legal..notice, 
at.the-GouneitChambers; “City Hall, Fort Wayne; Indiana,..on 
E d o TE a ASG PLS SS aay 196 > at o'clock, 


PaMs % Be G<f= anp 


Date: G-2¢- Eg 25 á 
City Clerk 
A ar A 
Read the third time in full and on motion by D eee Le 
seconded by Alesbrs and duly adopted, placed on its passage. 
Passed (LOSE) by the following vote: 
AYES FT s NAYS ðD; ABSTAINED 5 ABSENT to-wit: 
G a an —_—_—_—_— — 
l 
Adams Lo 
Dunifon b 
Fay k 
Geake i 
Nuckols ath aie 
Robinson i 
Rousseau i 
Steigerwald “~ 
Tipton a 
Date I- F- bg 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
EZoning-Map)(General)(Annexation) (Special) (Appropriation) Ordinance (Resolution) No. f ILL 7 


on the ka TO- , 196 g r 


y 2 3 ry $ a i a Ye = 
City Clerk. Presiding Officer 


he 
' Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the F = day 


of fe 1964 at the hour of ££) 3o o'clock _#.M. E. 


Ci ty Clerk 


Approved and signed by me this G day of eZ : 196 7 ; 


at the hour of G- 32 o'clock _4_ M.,E.ÐT. 


Mayor C > 


Bill No. _S-69-06-23 
REPORT OF THE COMMITTEE ON CITY UT TIES 
We, your Committee on _City Utilities to whom was referred an Ordinance 
_ approving a contract with ALLIS-CHALMERS MANUFACTURING COMPANY for 7 Transformers—— 
___for the Light Construction Department, ne 


have had said Ordinance under consideration and beg leave to report back to the Common 


L 


Council that said Oditmands AA IC PASS. 


JACK K. DUNIFON, Chairman 


WILLIAM K. GHAKE 
CELIA ANN FAY 
JOHN NUCKOLS 


EDWIN J. ROUSSEAU 


